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MATERIAL SAFETY DATA SHEET 


‘^10- SjSS 

Printed : 01/13/98 
Revised : 0iyi3/98 
Rev Lev : D 


SECTION I - PRODUCT IDENTIFICATION 


Manufacturer: ELEMENTIS PERFORMANCE POLYMERS Information Phone: 973 751 3000 
DIVISION OF HARCROS CHEM. INC. Emergency Phone: 973 751 3000 
600 CORTLANDT STREET CHEMTREC Phone; 1-800-424-9300 

BELLEVILLE NJ 

07109 


, ! Hazard Ratings; Health - 3 

Product Class: URETHANE PREPOLYMER I none -> ertreme Fire - 1 

Trade Name ; DOUBLE BUBBLE PURPLE/BEIGE ASS! 0 > 4 Reactivity - 1 

Product Code : (04024) PART A ! 

C.A.S. Number: NONE ' ! 

Prepared By : B. WEINMAN 

Title : ENVIRONMENTAL SPECIALIST 


SECTION II - HAZ. INGREDIENTS ** DENOTES 313 TOXIC CHEMICAL 


Ingredients 

CAS # 

Weight 

% 

Exposure Limits VP 

ACGIH/TLV OSHA/ PEL mm HG 

ISOPHOKONE DI ISOCYANATE 



.OOSppm , D05 ppm 


SARA TITLE III SECTION 302 EXTREMELY HAZARDOUS CHEMICAL. 

TRADE SECRET 

*** ALL Ingredients in this product are listed in the T.S.C.A. inventory. 


SECTION III - PHYSICAL DATA 


Boiling Range: N/A Vapor Density: Heavier than Air. 

Evap. Rate; Unavailable I.iguid Density: Lighter than Water. 

Volatiles vol % o.o Wgt% 0.0 Wgt per gallon; 8.05 Pounds. 

Appearance: LIQUID 


SECTION IV - FIRE AND EXPLOSION HAZARD DATA 


Flaminability Class: N/A Flash Point: 350 F PMCC LEL: N/A UEL: K/A 

-EXTINGUISHING MEDIA: 

WATER SPRAY 
DRY CHEMICAL 
FOAM 

CARBON DIOXIDE 

-SPECIAL FIREFIGHTING PROCEDURES: 

USE FULL PROTECTIVE CLOTHING AND A POSITIVE PRESSURE SELF- 
CONTAINED BREATHING APPARATUS. 

-UNUSUAL FIRE & EXPLOSION HAZARDS; 

EXPOSURE TO HEAT BUILDS UP PRESSURE IN CLOSED CONTAINERS. 

COOL FIRE EXPOSED CONTAINERS WITH WATER. 


SECTION V - HEALTH HAZARD DATA 


-PERMISSIBLE EXPOSURE LEVEL 

NO OSHA LIMITS HAVE BEEN ESTABLISHED FOR THIS PRODUCT. 
-EFFECTS OF OVEREXPOSURE: 

INHALATION : 

(cent. ) 
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SECTION V - HEALTH HAZARD DATA (cont. ) 


-EFFECTS OP OVEREXPOSURE: (COnt. ) 

SPRAY MIST WILL BE TOXIC. 

EYE CONTACT: 

MAY BE IRRITATING TO THE EYES. 

INGESTION: 

LIQUID MAY BE HARMFUL IF SWALLOWED. 

^ SKIN CONTACT: 

IRRITATING TO THE SKIN. MAY CAUSE DERMAL SENSITIZATION VIA 
SKIN CONTACT WITH VAPORS OR LIQUID. 

OTHER HEALTH HAZARD INFORMATION: 

MAY BE IRRITATING TO THE RESPIRATORY SYSTEM. 

-FIRST AID: 

INHALATION; 

REMOVE PERSON TO FRESH AIR. 

GIVE OXYGEN IF BREATHING IS DIFFICULT. 

OBTAIN IMMEDIATE MEDICAL ATTENTION. 

EYE CONTACT; 

FLUSH THOROUGHLY WITH MATER FOR AT LEAST FIFTEEN MINUTES 
WHILE LIFTING UPPER AND LOWER LIDS. GET IMMEDIATE MEDICAL 
ATTENTION. 

INGESTION: 

DO NOT INDUCE VOMITING. DRINK PLENTY Of WATER TO DILUTE 
MATERIAL IN STOMACH. CALL A PHYSICIAN. 

SKIN CONTACT; 

IMMEDIATELY REMOVE CONTAMINATED CLOTHING OR SHOES. WIPE 
EXCESS FROM SKIN AND FLUSH WITH PLENTY OF WATER FOR AT LEAST 
15 MINUTES. LAUNDER CLOTHING BEFORE REUSE. GET MEDICAL 
ATTENTION . 


SECTION VI - REACTIVITY DATA 


STABLITY: [ ] Unstable [X] Stable 

HAZARDOUS POLYMERIZATION: [ ) May occur [x] will not occur 

-INCOMPATIBILITY 

SEE CONDITIONS TO AVOID. 

-CONDITIONS TO AVOID: 

AMINES 

OXIDIZERS 

-HAZARDOUS DECOMPOSITION PRODUCTS: 

BURNING WILL PRODUCE TOXIC FUMES. 


SECTION VII - SPILL OR LEAK PROCEDURES 


-IN CASE OF SPILLS: 

SHUT OFF ALL IGNITION SOURCES AND DIKE SPILL TO CONTAIN AND 
PREVENT ENTRY INTO SEWERS OR WATER SOURCES. ABSORB SPILLED 
MATERIAL AND PLACE INTO OPEN TOP CONTAINERS. DO NOT MAKE 
PRESSURE TIGHT. TRANSPORT TO A WELL-VENTILATED AREA (OUTSIDE) 
and treat WITH NEUTRALIZING SOLUTION CONSISTING OF A MIXTURE 
OF 85% WATER, 5% CONCENTRATED AMMONIIM HYDROXIDE AND 10% SODIUM 
CARBONATE. ADD ABOUT 10 PARTS OF NEUTRALIZER PER PART OF ISO- 
CYANATE WITH MIXING. ALLOW TO -STAND FOR 48 HOURS LETTING EVOLVED 
(cont. ) 
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SECTION VII - SPILL OR LEAK PROCEDURES (cont.) 


-IN CASE OF spills: (cont.) 

CARBON DIOXIDE TO ESCAPE. 

-WASTE DISPOSAL METHOD: 

CONTROLLED INCINERATION. HANDLE IN COMPLIANCE WITH LOCAL, STATE, 
AND FEDERAL ENVIRONMENTAL PROTECTION AGENCY REGULATIONS. 


SECTION VIII - EMPLOYEE PROTECTION 


-RESPIRATORY PROTECTION: 

APPROVED RESPIRATORY PROTECTION REQUIRED IN ABSENCE OP PROPER 
ENVIRONMENTAL CONTROL. FOR EMERGENCIES, A POSITIVE-PRESSURE 
BREATHING APPARATUS OR A FULL-FACE RESPIRATOR WITH AN APPROVED 
ORGANIC CANISTER IS RECOMMENDED. 

-VENTILATION : 

LOCAL EXHAUST RECOMMENDED. 

_ g j CONT A CT I 

clean, waterproof or freshly laundered protective clothing 

(COVERALLS, RUBBER BOOTS, CAP, CLEAN RUBBER GLOVES) . 

-EYE PROTECTION; 

CHEMICAL WORKER GOGGLES 
-OTHER PROTECTIVE EQUIPMENT: 

CHEMICAL SPLASH APRON. FULL FACE SHIELD. EYE WASH STATION 
AND SAFETY SHOWER SHOULD BE AVAlABLE FOR EMERGENCY USE. 
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SECTION IX - SHIPPING 

INFORMATION 

PLASTIC LIQUID 
NOT REGULATED 
NMF#156240 

NOS 

BY DOT 





SECTION X - SPECIAL 

PRECAUTIONS 


-PRECAUTIONS TO BE TAKEN IN HANDLING AND STORING: 

OPTIMUM STORAGE TEMPERATURE SOF TO lOOF. 

-OTHER INFORMATION: 

THIS PRODUCT (OR COMPONENTS, IF A MIXTURE) IS NOT LISTED IN lARC 
MONOGRAPHS, THE NTP FOURTH ANNUAL REPORT OR THE CURRENT ACGIH 
TLVS AS A CARCINOGEN OR POTENTIAL CARCINOGEN. IT IS NOT REG- 
ULATED BY OSHA AS A CARCINOGEN. 

-DISCLAIMER: 

ALTHOUGH THE INFORMATION AND RECOMMENDATIONS SET FORTH HEREIN 
(HEREINAFTER "INFORMATION") ARE PRESENTED IN GOOD FAITH AND 
BELIEVED TO BE CORRECT AS OF THE DATE HEREOF, ELEMENTIS 
PERFORMANCE POLYMERS MAKES NO REPRESENTATIONS AS TO THE 
COMPLETENESS OR ACCURACY THEREOF. INFORMATION IS SUPPLIED UPON 
THE CONDITION THAT THE PERSONS RECEIVING SAME WILL MAKE THEIR 
OWN DETERMINATION AS TO ITS' SUITABILITY FOR THEIR PURPOSES PRIOR 
TO USE. IN NO EVENT WILL ELEMENTIS PERFORMANCE POLYMERS BE 
RESPONSIBLE FOR DAMAGES OP ANY NATURE WHATSOEVER RESULTING 
FROM THE USE OF OK RELIANCE UPON INFORMATION. NO REPRESENTATIONS 
OR WARRANTIES, EITHER EXPRESSED OR IMPLIED, OF MERCHANTABILITY, 
FITNESS FOR A PARTICULAR PURPOSE OF ANY NATURE ARE MADE MERE- 
(cont . ) 
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SECTION X *• SPECIAL PRECAUTIONS 

( cont . ) 

“D I SCLAIMER : ( con t . ) 

UNDER WITH RESPECT 
INFORMATION REFERS. 

TO 

INFORMATION OR THE PRODUCT TO 

WHICH 

SECTION 

XI 

- ADDITIONAL REGULATORY INFORMATION 


-SARA TITLE III SECTION 313: 

This product contains the following toxic chemicals subject to the 
reporting requirements of section 313 of the Emergency Planning 
and Community Right To Know Act of 1986 andof 40 CFR 372: 

Percent by 

CAS# Chemical Name Weight 


NONE 
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SECTION I - PRODUCT IDENTIFICATION 


Manufacturer; ELEMENTIS PERFORMANCE POLYMERS Information Phone: 973 75i 3000 
DIVISION OF HARCROS CHEM. INC. Emergency Phone; 973 751 3000 
600 CORTLANDT STREET CHEMTREC Phone; l-fiOO-424-93 00 

BELLEVILLE NJ 

07109 


, 1 Hazard Ratings: 

Product class: AROMATIC DIAMINE ! none -> extreme 

Trade Name : DOUBLE BUBBLE PURPLE/ BEIGE A85i 0 > 4 

Product Code ; (04024) PART B ! 

C.A.S. Number; NONE ! 

Prepared By : B. WEINMAN 

Title ; ENVIRONMENTAL SPECIALIST 


SECTION II - HAZ. INGREDIENTS ** DENOTES 313 TOXIC CHEMICAL 


Health - 2 
Fire - 1 
Reactivity - 0 


Weight — — Exposure Limits VP 

Ingredients CAS # % ACGIH/TLV OSHA/PEL mm HG 

TRADE SECRET 

TRADE SECRET 


GROUND LIMESTONE 10 mg/M3 mg/M3 

*** ALL Ingredients in this product are listed in the T.S.C.A. Inventory. 


SECTION III 


Boiling Range: n/a 

Evap. Rate; Unavailable 
Volatiles vol % 0.0 Wgt% 0-0 

Appearance; LIQUID 


PHYSICAL DATA 


Vapor Density: Heavier than Air. 
Liquid Density: Heavier than Water. 
Wgt per gallon; 14.60 Pounds. 


SECTION IV - FIRE AND EXPLOSION HAZARD DATA 


Flammability Class: N/A Flash Point: 280 F PHCC LEL: 0.26 UEL: 0. 

-EXTINGUISHING MEDIA: 

WATER SPRAY (FOG) 

DRY CHEMICAL 
FOAM 

CARBON DIOXIDE 

-SPECIAL FIREFIGHTING PROCEDURES: 

AVOID BREATHING SMOKE AND VAPORS 
-UNUSUAL FIRE & EXPLOSION HAZARDS: 

NONE KNOWN 


SECTION .V - HEALTH HAZARD DATA 


-PERMISSIBLE EXPOSURE LEVEL 

NO OSHA LIMITS HAVE BEEN ESTABLISHED FOR THIS PRODUCT. 

-EFFECTS OF OVEREXPOSURE; 

INHALATION: ■ ' 

NOT EXPECTED TO BE A ROUTE OF EXPO.SURE DUE TO LOW VOLATILITY 
(cent, ) 
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SECTION V - HEALTH HAZARD DATA (cont.) 


-EFFECTS OF OVEREXPOSURE: (cent,) 

AT ROOM TEMPERATURE. 

EYE CONTACT: 

EXPECTED TO BE EYE IRRITANT. 

INGESTION: 

EXPECTED TO BE HARMFUL. 

. SKIN CONTACT : 

EXPECTED TO BE HARMFUL. 

CHRONIC EFFECTS OF OVEREXPOSURE: 

A TWO YEAR FEEDING STUDY IN RATS SHOWED THE AROMATIC DIAMINE 
CAUSED EFFECTS IN THE PANCREAS, LIVER, THYROID AND EYES. AN 
INCREASE IN THE NUMBER OF TUMORS IN THE LIVER AND THYROID OF 
MALE RATS AND IN THE LIVER AND POSSIBLY MAMMARY GLAND OF 
FEMALE RATS WAS FOUND. 

OTHER HEALTH HAZARD INFORMATION: 

IN RARE INSTANCES, SENSITIZATION TO THE AROMATIC DIAMINE HAS 
BEEN REPORTED TO OCCUR IN HUMANS. 

-FIRST AID: 

INHALATION: 

REMOVE PERSON TO FRESH AIR. 

GIVE OXYGEN IF BREATHING IS DIFFICULT. 

OBTAIN IMMEDIATE MEDICAL ATTENTION. 

EYE CONTACT: 

FLUSH THOROUGHLY WITH WATER FOR AT LEAST FIFTEEN MINUTES 
WHILE LIFTING UPPER AND LOWER LIDS. GET IMMEDIATE MEDICAL 
ATTENTION. 

INGESTION: 

INDUCE VOMITING IMMEDIATELY. GET MEDICAL ATTENTION. DO NOT 
GIVE ANYTHING BY MOUTH TO AN UNCONSCIOUS PERSON. 

SKIN CONTACT: 

IN CASE OF SKIN CONTACT, WASH WITH SOAP AND WATER FOR 15 
MINUTES. LAUNDER CLOTHING BEFORE REUSE. 


SECTION VI - REACTIVITY DATA 


STABLITY: [ ] Unstable [x] Stable 

HAZARDOUS POLYMERIZATION: [ ] May occur {X] Will not occur 

-INCOMPATIBILITY 

SEE CONDITIONS TO AVOID. 

-CONDITIONS TO AVOID: 

HIGH TEMPERATURES 
MOISTURE 

-HAZARDOUS DECOMPOSITION PRODUCTS: 

CARBON MONOXIDE 
CARBON DIOXIDE 
NITROGEN OXIDES 
AMMONIA 


SECTION VII - SPILL OR LEAK PROCEDURES 


-IN CASE OF SPILLS: 

SHUT OFF ALL IGNITION SOURCES AND DIKE SPILL TO CONTAIN AND 
(cont. ) 
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SECTION Vri - SPILL OR LEAK PROCEDURES (cont.) 


“IN CASE OF SPILLS: (cont.) 

PREVENT ENTRY INTO SEWERS OR WATER SOURCES. ABSORB SPILLED 
MATERIAL AND PLACE IN CLOSED CONTAINER FOR DISPOSAL. 

DltSPOSAXi METHOD* 

CONTROLLED INCINERATION. HANDLE IN COMPLIANCE WITH LOCAL, STATE, 
AND FEDERAL ENVIRONMENTAL PROTECTION AGENCY REGULATIONS. 


SECTION VIII - EMPLOYEE PROTECTION 


-RESPIRATORY PROTECTION : 

APPROVED EtESPlRATORY PROTECTION REQUIRED IN ABSENCE OF PROPER 
ENVIRONMENTAL CONTROL. FOR EMERGENCIES, A POSITIVE- PRESSURE 
BREATHING APPARATUS OR A FULL-FACE RESPIRATOR WITH AN APPROVED 
ORGANIC CANISTER IS RECOMMENDED. 

-VENTILATION: 

LOCAL EXHAUST RECOMMENDED. 

-SKIN CONTACT: 

USE CHEMICAL RESISTANT PROTECTIVE GLOVES. 

-EYE PROTECTION: 

CHEMICAL WORKER GOGGLES. 

-OTHER PROTECTIVE EQUIPMENT: 

EYE WASH STATION AND SAFETY SHOWER SHOULD BE AVAILABLE FOR 
EMERGENCY USE, 


SECTION IX - SHIPPING INFORMATION 


PLASTIC LIQUID, NOS 
NMF#156240 
’•EMERGENCY CONTACT": 

CHEMTREC 1-600-424-9300 
TRADE NAME: KALEX 16308 PART B 


SECTION X - SPECIAL PRECAUTIONS 


-PRECAUTIONS TO BE TAKEN IN HANDLING AND STORING: 

STORE IN A COOL, DRY PLACE. KEEP AWAY FROM OPEN FLAMES AND HIGH 
TEMPERATURES . 

-OTHER INFORMATION: 

THIS PRODUCT (OR COMPONENTS, IF A MIXTURE) IS NOT LISTED IN I ARC 
MONOGRAPHS, THE NTP FOURTH ANNUAL REPORT OR THE CURRENT ACGIH 
TLVS AS A CARCINOGEN OR POTENTIAL CARCINOGEN. IT IS NOT REG- 
ULATED BY OSHA AS A CARCINOGEN. 

-DISCLAIMER: 

ALTHOUGH THE INFORMATION AND RECOMMENDATIONS SET FORTH HEREIN 
(HEREINAFTER "INFORMATION") ARE PRESENTED IN GOOD FAITH AND 
BELIEVED TO BE CORRECT AS OF THE DATE HEREOF, ELEMENTIS 
PERFORMANCE POLYMERS MAKES NO REPRESENTATIONS AS TO THE 
COMPLETENESS OR ACCURACY THEREOF. INFORMATION IS SUPPLIED UPON 
THE CONDITION THAT THE PERSONS RECEIVING SAME WILL MAKE THEIR 
OWN DETERMINATION AS TO ITS SUITABILITY FOR THEIR PURPOSES PRIOR 
TO USE. IN NO EVENT WILL ELEMENTIS PERFORMANCE POLYMERS BE 
RESPONSIBLE FOR DAMAGES OF ANY' NATURE WHATSOEVER RESULTING . 

(cont, ) 
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SECTION X - SPECIAL PRECAUTIONS (cont.) 


-DISCLAIMER: (cont.) 

FROM THE USE OF OR RELIANCE UPON INFORMATION. NO REPRESENTATIONS 
OR WARRANTIES, EITHER EXPRESSED OR IMPLIED, OF MERCHANTABILITY, 
FITNESS FOR A PARTICULAR PURPOSE OF ANY NATURE ARE MADE HERE- 
UNDER WITH RESPECT TO INFORMATION OR THE PRODUCT TO WHICH 
INFORMATION REFERS. 


SECTION XI - ADDITIONAL REGULATORY INFORMATION 


-SARA TITLE 111 SECTION 313: 

This product contains the following toxic chemicals subject to the 
reporting requirements of section 313 of the Emergency Planning 
and community Right To Know Act of 1986 andof 40 CFR 372: 

Percent by 

CAS# Chemical Name Weight 


NONE 



